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Accidents 
62% of Accidents to Hospital Patients 
Attributed to Falls from Bed—Dr. 
PAS WV RRMMPET «sss sce aen sce Dec.—26 
Adams, B. A., M.D.—San Diego County 
General Provides Dental Service to 


LST SSRIS ees trie tate ees Oct.-30 
Addition of Helium to Anesthetic Mix-— 
tures Prevents Explosions....... Sep.-75 


Adjusting Teaching Schedules to Meet 
War-Time Requirements — Margaret 


RMPPIRNN hots s Fionn bores ota citer Oct.-81 
Administration 
Northwestern University Announces 


New Program in Hospital Admin- 


istration (Editorial) ......... Sep.-39 
Advises Plain Soap and Water for 
Washroom Sanitation ........../ Aug.-82 


Air Conditioning 

Air Conditioning Installed in Large 
Mexican Army Hospital—Dr. Alice 
(Ea Sep.-115 

Problems in Air Conditioning and 
Bacteria Control of Hospital Oper- 
ating Rooms—Leland J. Mamer 
(As Others See Us)............. 
esate Part 1—Sep.-8; Part 2—Oct.- 8 


AHA Seeks Increased Dues in Order 
to Expand Various Programs...Sep —21 
American Hospitals Reaffirm Stand on 
Voluntary Hospital Care—Kenneth C. 
MME ES Merce Tia wows Gos re Oct.-19 
Anesthesia 
Addition of Helium to Anesthetic 
Mixtures Prevents Explosions. Sep.—75 
Ethics of Anesthesia and the Nurse 
Anesthetist, The—Ralph T. Knight, 
AC LE (2°. 4 as ee July-62 
Annual Reports 
Valuation of a Hospital Pharmacy 
Annual Report, The—Russell H. 
PANIROON cas suche eos eee Nov.-72 
Armstrong, Dr. E. L_— What the Smaller 
Hospital Can Do About a Blood and 
PARMA WESBINE 5. cca pense wena s Sep.-31 


Army Hospitals 
Air Conditioning Installed in Large 
Mexican Army Hospital—Dr. Alice 
LS Co. ey earn Sep.-115 
Greatness of American Hospitals Re- 
flected in Skilled Army Units. .July-23 
Soldier Patients Received Good Care 
in Confederate Hospitals—S. H. 
POINTS PAD kv cscs socsawcc ox July-31 
As Others See Us 
An Inside View of Hospital Care— 


Helen Cody Baker....,...... July- 6 
Hospitalization in W artim e— 
MMMM, Aboot ate ke hohe ve Aug. 8 


Problems in Air Conditioning and 
Bacteria Control of Hospital Oper- 
ating Rooms—Leland J. Mamer... 
Soy Ye Part 1—Sep.8; Part 2—Oct.- 8 

Introducing St. Louis’ First Eight 
Male Nurses’ Aides — Virginia 
Tracy Nov.— 6 

New Division in Chicago Hospital 
Treats Polio Victims Exclusively— 
eee Dec.- 6 

Association Warns of Dangers i: Han- 
dling Compressed Gases......... Oct.-78 
Authorities Tackle Problem of Wash- 
ing, Storing Wool Blankets—Ray O. 
LL! Pe ee eee Oct.—120 
Authority Offers New Suggestions for 
Hospital Care of the Infant (Hospi- 
tal Book of the Month)......... Oct.-39 
Autopsies 

Success of Autopsy Program Rests 
on Organization and Planning— 

J. E. Blumgren, M.D. ........ Sep.-26 
Avoid Federal Hospital Monopoly, 
Warns President of APHA..... Oct.-24 


Baker, Helen Cody—An Inside View of 


Hospital Care (As Others See 

LEY Ee oe Or eer oe July- 6 
Bemis, K. T., Succeeds A. M. Palmer 

as Head of OPA Branch......./ Aug.—34 


Benfer, Wilson L. (and Bernhard Stein— 
berg, M.D.)—Development of Re- 
search in a Non-Teaching Hospi- 
BAN ae ree ome he hemos sie ec w+ Sie July-21 

Bequests (See Contributions ) 

Binner, Mabel W.—How Private Hos- 


pital Can Benefit From Trained 
Volunteer Service .............. July-33 
Blankets 


Authorities Tackle Problem of Wash- 
ing, Storing Wool Bankets—Ray 
ERY Shock a sees pate tees Oct.-120 
Blood Banks 
What the Smaller Hosnital Can Do 
About a Blood and Plasma Bank— 
Dr, E.:L, Armstrong......... Sep.-31 
Blue Cross Plans Must Undertake 
Vigorous Selling Campaign—Kenneth 
RGPMORREN Gotan siiel-skeclo wes G6 a Sep.-24 
Blue Cross Plans (See Plans for Hos- 
pital Care) 
Blumgren, J. E., M.D.—Success of 
Autopsy Program Rests on Organi- 


zation and Planning............Sep.<26 
Bolton Act Machinery Nearly Ready to 
Help Solve Nurse Shortage..... Jul---55 


Bolton, Frances P.—Mrs. Bolton Traces 
Background of Nurse Training Act 
PEORTAM ois oete cs seen s 0 tos OED —O4F 

Book Reviews 
Burma Surgeon by Gordon S. Sea- 


PUBVE, DID. 66 ode owes edicwaus Sep.-37 
Handbook of Medical Library Prac— 
tice, A, by Janet Doe........: Aug.-34 


Hypertension, A Manual for Patients 
with High Blood Pressure by 
Irvine H. Page, M.D. .......Dec.—30 

Infant and Child in the Culture of 
Today by Arnold Gesell, M.D..Oct.-39 

Kaiser Wakes the Doctors by Paul 
GANSU oi jaaucesasx cod vov.-34 

Nutrition in Health and Disease by 

_ Genna FF. Gooper...: <.....5.4: Sep.—37 

Principles and Techniques of Nurs- 
ing Procedures by Sister Mary 
Agnita Claire Day........... Aug.-34 

Rehabilitation of the War Injured by 
William Brown Dougherty, M.D., 
and Dagobert D. Runes, Ph.D.. Dec.-30 

Surgeon’s World, A, by Max Thorek, 


cology and Therapeutics, A, by 
Luella C. Smith, R.N. .......Dec—30 
Booklet Aids Recruiting of Nurses in 
Extensive Louisiana Program. ..Sep.—72 
Bosley, Bertlyn—Teaching Nutrition to 
COL EC eae ne Sep.-92 
Brown, Nellie G.—Maintaining Ade- 
quate Nursing Personnel, Graduate 
Nurses and Student Nurses... .. Aug.—46 
Buffalo Hospitals Worth Visiting, 
That Is, If You Have the Time. .Sep.—48 
Building of Nurses’ Homes Spurred by 
Enrollment of Cadet Nurses..... Oct.-27 
Burke, Eileen—New Division in Chi- 
cago Hospital Treats Polio Victims 
Exclusively (As Others See Us) .Dec.- 6 


Cc 


Can Hospitals Afford Higher Stand- 
ards? (What’s Needed in Hospital 
Pharmacies? College Deans Open 
Discussion) —B. V. Christensen. Aug.-66 

Capable Hospital Pharmacists Needed 
(What’s Needed in Hospital Phar- 
macies? College Deans Open Dis— 
cussion)—Ernest Little ......... Aug.—62 
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Careful Hospital Program Outlined for 
Disabled Soldiers, Sailors....... Nov.-22 
Challenge and An Opportunity for the 
Voluntary Hospital, A......... Nov.-21 
Changing Sources of Hospital Income 
Revealed by Chicago Survey—R. K. 
Packard, (MAD... osieavide. cae Nov.-25 
Chaplain Plays Vital Role in Work of 
Minneapolis Hospital Dec.-29 
Christensen, B. V.—Can Hospitals Af- 
ford Higher Standards? (What’s 
Needed in Hospital Pharmacies? 
College Deans Open Discussion) . Aug.—66 
Code for Handling the Patient in the 
X-Ray Department, A—Virginia H. 
nee eee BE aS S Sep.-78 
Cole, Paul F.—A Hospital Pharma- 


PIRUSTABIARV any ohne ae alias Dec.-77 
College of Hospita! Administrators 
Sets Course for Expanded Pro- 
RrEAUi Goa ienc Cetin BG en a Oct.—26 
Colorado Technologists Win Award for 
Faster Infection Study......... Dec.-83 


Confused Thinking on Hospital Care 
Scored at AHA Session........ Oct.-32 
Connally, Miriam C.—Use of Volunteer 
Dietitian’s Aides (Vital Role of 
Dietitian in Good Health Emphasized 
Anew at ADA Convention) ....Nov.-84 
Conservation 
Nurses’ Home Saved Oil by Lower- 


ing Temperatures — No Fun— 
Arthur H. Parker..... sevens Oct.-118 
Wartime Fuel Conservation Short- 


cuts Suggested for Hospital. .Dec.—108 
Construction 
Building of Nurses’ Homes Spurred 
by Enrollment of Cadet Nurses 
Nee Se ee SO: Oct.—27 
Development of Research in a Non- 
Teaching Hospital—Bernhard Stein- 
berg, M.D., and Wilson L. Benfer 
pie mo ce trait Rae tan any take July-21 
Health Centers, Financed by U. S., 
Supplement Hospital Service. .Dec.-24 
How Syracuse General Hospital In- 
creased Capacity by 50%...... Sep.-—28 
New $180,000 Prison Hospital Helps 
Rehabilitate Wards of State—R. L. 
RNOLEY Sotto ince aa aiteets Aug.—22 
No Priorities on Hospital Planning, 
Points Out WPB_ Consultant— 
PEN MISES as 0 sess cee cies ais Aug.-20 
No Revolution in Hospital Design 
Anticipated in Post-War Era. .Oct.-29 
Contributions 
Donating to Hospitals. . July-27 ; Aug.-30 
GIES AO PAOSPIbAIS sc. 265 33s Sek ese suicles 
Sept—46; Oct-42; Nov.-32; Dec.-35 
Conventions (See Meetings) 
“Cooperative Common Sense,” 
S.E.P. of Blue Cross Plans..... Oct.-34 
Cost and Other Considerations of 
Dietary Department Analyzed. .Oct—104 
Crain, Kenneth C. 


Voluntary Hospital Meets the 
UD) Chie <1 ee Se ae July-18 
Hospitals Urged to Take Strong 


Stand on Wagner—Murray-Dingell 
BMGs caidas Otlew canons Aug.-15 
Blue Cross Plans Must Undertake 
Vigorous Selling Campaign... .Sep.-24 
American Hospitals Reaffirm Stand 
on Voluntary Hospital Care. ..Oct.-19 
Four New York Hospitals Challenge 
War Labor Board Jurisdiction. Nov.-15 


D 


Dental Service 
San Diego General Provides Dental 
Service to Patients—B. A. Adams, 
5G CaS eaters Oo rite EERO Se Oct.-30 


Development of Research in a Non- 
Teaching Hospital—Bernhard Stein- 
berg, M.D., and Wilson L.. Benfer 
ihe Sistem Met A tiaig Rig Sk ae ers ees July-21 
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Dietary Department 
Cost and Other Considerations of 
Dietary Department Analyzed. Oct.-104 
Educational Role of Hospital Dieti- 
tians Emphasized by Current Prob- 
lems—Marion Floyd ......... Oct.-100 
Estimate 25 Per Cent Saving in Food 
Costs with Hospital Canning Pro- 
REDAIN © Hehe aks bets cea Ne July-79 
Fluctuations in Dietary Costs at 
Sanatorium Are Unexplained. Nov.—93 
High Standards of Nutrition Set in 
Army Cooks, Bakers School—Flor- 
ence Slown Hyde............ Dec.-93 
Hospital Food Poisoning Case Study 
Reported by Investigators..... Dec.-97 
Madison Hospital Dietitians Aid Ra- 
tioning Board in Diet Problems— 


Clifford E. Pearson.......... July-85 
Menus for August ............. July—88 
Menus for September ......... Aug.-74 
Menus for October ........... Sep.-104 
Menus for November ......... Oct.-110 
Menus for December ......... Nov.-92 
Menus for January ............ Dec.-98 


New Materials and Information 
Available to Hospital Dietitians 
previa winislareaseh wei eieecie Mawat eee Dec.-99 

Newer Findings in Vitamin Research 

—E. A. Elvehjem, Ph.D. ....... Nov.-86 

Nurses, Industrial Clinics, Hospitals 
Spur Proper Nutrition in Virginia— 

J. C. Funk Aug.-69 

OPA, Friendly to Hospital View, 
Still Lacks Remedial Regulations 


a) 


Mie sted uh tocere pars aenne Mossioicpeareeis Gis July-84 
Outlook for Food Supplies—Sher- 
AT? SEXTON Ss 66.06 v0 saa. Nov.-88 


Paper Dishes. Help Solve Hospital 
Personnel Problem Aug.-76 
Retention of Vitamins in Meat Dur- 
ing the Cooking Process—C. A. 
Bivehjem) (PAD... saccs-c ses July-87 
Serious Losses in Food Value Blamed 
on Poor Preparation......... Sep.—101 
Summary of Questionnaire on Food 
Rationing — Elizabeth S. Hedge- 


RADI aids Aceisiate Sis ois 5 a Wiese Nov.-84 
Teaching Nutrition to  Children— 
Bertlyn Bosley .............. Sep.-92 


Use of Volunteer Dietitian’s Aides— 
Miriam C. Connally.......... Nov.-84 
Visual Nutritive Values Set Teaches 
Hospital Patients What to Eat.Dec.-88 
Vital Role of Dietitian in Good Health 
Emphasized Anew at ADA Con- 
RMON notions seek a eR Nov.-82 
What Chicago Red Cross Hospital 
Workers Do; How They’re Trained 
Ws cia Hes sce teat alone ei chs a Rochon Aug.—76 

Director of Teaching Hospital Uses 
Radio to Explain Purposes..... July-66 

Dirstine, P. H.—Hospital Pharmacies 
Don’t Pay Enough (What’s Needed 
in Hospital Pharmacies? College - 
Deans Open Discussion)....... Aug.-65 

Donations (See Contributions) 

Dudley, John G.—Meeting Wartime 
Difficulties in Regard to Maintaining 
Technical Personnel 

Dunham, Sgt. Charles B.—If Some of 
Laundry Personnel Are Missing, a 
in OQMRTC Dec.-104 


aston, William H.—Protecting the 
Hospital from Heating-Plant Fire 
RAAPAPEIS ioc shciad pou ors-sho oo9 sai Gs Sep.—114 


Economy Through Cooperation (Edi- 
torial) July-35 
Editorials 
Economy Through Cooperation. .July—35 
The Hospital of the Future. .-::July-35 
Prepare for After the War..... Aug.-35 
The 1943 Convention of.::the AHA 
Aug.-35 


ee 


Northwestern University Announces 
New Program-in Hospital od 


ISETACION Gosia cs Seccsid car aeces eels Sep.-39 
A Great Handicap Removed..., Oct.—45 
International Relations ......... ct.—45 
Some Weak Points in the —— 

125) | (RRs OE el arate ear Nov.-35 
Our Attitude Toward Latin America 

Iai ase aie aw elitr sTeldshala, wore hie Nov.-35 
Our Analysis of Hospital Service... 

Dec.—37 


Educational Role of Hospital Dieti- 
tians Emphasized by Current Prob- 
lems—Marion Floyd Oct.—100 
Eller, Virginia HA Code for Han- 
dling the Patient in the X-Ray De- 
PIATEEIPEIUL ease ete ec oan 6 605.0% Sep.-78 

Elvehjem, C. A., Ph.D. 

The Retention of Vitamins in Meat 
During the Cooking Process. .July-87 

Newer Findings in Vitamin Research 
(Vital Role of Dietitian in Good 
Health Emphasized Anew at ADA 
Convention) Nov.-86 

Essential Importance of U. S. Nurse 
Registration Emphasized ....... Dec. 

Estimated 25 Per Cent Saving in Food 
Costs with Hospital Canning Pro- 


UAT var cicte as: 4 bisla (ds. 0lsisia's « i509 July-79 
Ethics of Anesthesia and the Nurse 

Anesthetist, The—Ralph T. Knight, 

M.D. (Part 7) ee RO ee ore July-62 
Exhibits 


Things to See, People to Meet at 
AHA Convention Exhibits. ..Sep.—121 
Expanded Field for Nurses Forecast, 
Especially in Executive Roles. .Dec.—17 
Explosion Hazards 
Addition of Helium to .Anesthetic 
Mixtures Prevents Explosions. Sep.-75 
Association Warns of Dangers in 
Handling Compressed Gases. .Oct.-78 
What Sort of Conductive Flooring 
and Material Should Hospital Use? 
—E. J. Meyers ............. July-96 


F 


Fair, Ernest W.—More Hints for War- 
time Economy in Operation of Hos- 
MEIN S oo sion Bios iaiviaw alte Sees rieisieg Nov.-97 

Family Physician and the U. S. Cadet 
Nurse Corps, The—Dr. Thomas Par- 
PARS lartec a culaceen writes side sos Sep.—68 

Fear of Future Plethora of Nurses 
Handicaps Recruiting Drive — Will 


NSAP crate icin eae ta Gc ase ievoleversie ess. tiee.e Dec.-65 
Filsinger, Frederick W., M.D.—The 

Forgotten People ............. Nov.-20 
Fire Hazards 

Labor Situation in Hospitals In- 


creases Danger of Fire—Leonard 

MPPs eral siaoe 40 ia. one 8 ots Nov.-104 
Protecting the Hospital from Heat- 

ing—Plant Fire Hazards—William 

UB SLOT Ee wis Sls bo! o'ciciors.s cyetee Sep.-il4 
What Sort of Conductive Flooring 

and Material Should Hospital Use? 

E. J. Meyers July-96 

First U. S. Army Nurses Got $50 Per 
Month and Maintenance—Lieut. Col. 
Pearl C. Fisher....... ote etieiea Se Nov.-58 

Fisher, Lieut. Col. Pearl C—First U. S. 
Army Nurses Got $50 Per Month 
and Maintenance .............. Nov.-58 

Floyd Marion—Educational Role of 
Hospital Dietitians Emphasized by 
Current Problems Oct.-100 

Fluctuations in Dietary Costs at Sana- 
torium Are Unexplained....... Nov.-93 

Food (See Dietary Department) 

Foote, P. A.—Leave Compounding to 
Registered Pharmacists (What’s 
Needed in Hospital Pharmacies? Col- 
lege Deans Open. Discussion) ... Aug.—66 


ee ee 
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Forgotten People, The—Frederick W. _ 
Filsinger, M.D. Nov.-20 
Four New York Hospitals Challenge 
War Labor Board Jurisdiction— 
Kenneth C. Crain ov.-15 
Francke, Don E., Elected Chairman of 
Society of Hospital Pharmacists. Oct.-86 
Friedman, Ben F.—Soliloquy of a Hos- 
pital Pharmacist Nov.-76 
Fund Raising 
Hartford Hospital Fund Drive Proves 
Philanthropy Is Not Dead....Aug.—30 
New Women’s Hospital Assured at 
Flint, Mich.; Collect $1,113,387.... 
RY erie Pere A ee et ee July-27 
Funk, J. C., D.Sc—Nurses, Industrial 
Clinics, Hospitals Spur Proper Nutri- 
tion tet: “Vitgitlieles <i vic ce sce Aug.-69 


Gas Rationing Threatens Important 
Work of Hospital Supply Services 
Nov.-100 


Geriatrics 
Challenge and an Opportunity for the 
Voluntary Hospital, A....... Nov.-21 
Forgotten People, The—Frederick W. 
Filsinger, M.D. Nov.-20 
Gerstel, Dr. Alice R.—Air Condition- 
ing Installed in Large Mexican Army 
PIGS IgEt jos cccancuacacnvenass Sep.-115 
Gifts (See Contributions) 
Godley, Leo F.—South Carolina Hos- 


pital Pharmacy Survey Reveals 

Essential NeedS: ....c06sccdeecs Sep.-76 
Great Handicap Removed, A (Edi- 

NGM N EE eter a nies Dlarncre heres Oct.—45 


Greater N. Y. Group Discusses EMIC 
Problems and Intern Supply....Nov.-28 

Greatness of American Hospitals Re- 
flected in Skilled Army Units... July—23 

Gudakunst, Don W., M.D.—Poliomye- 
litis Outbreaks for 1943 Offer Les- 
SONS AOL EMULE <5 cc access wanes Nov.-22 


Hartford Hospital Fund Drive Proves 
Philanthropy Is Not Dead...... Aug.-30 
Hayes, John—I’m Learning Geography 
Rubia Weitibsix Cine Oblate ucceeuneed Oct.-56 
Health Centers, Financed by U. S., 
Supplement Hospital Service... .Dec. -24 
Hedgecock, Elizabeth S.—Summary of 
Questionnaire on Food Rationing 
(Vital Role of Dietitian in Good 
Health Emphasized Anew at ADA 
CONVORUOR), << caus scice'seancers Nov.-84 
High Standard Pharmacy Most Self- 
Sustaining (What’s Needed in Hos- 
pital Pharmacies? College Deans 
Open Discussion)—R. A. Kuever... 
esis WORSE NUEE Nena eK eee eed Aug.-60 
High Standards of Nutrition Set in 
Army Cooks, Bakers School—Flor- 
ence Slown ERydGs...6sccscdcces Dec.—93 
Hill, Frederick T., M.D.—Present and 
Future Status of the Volunteer and 
the AlieIANe sos cccscewccacet Dec.-60 
Hits Indifference of Hospital Executives 
(What’s Needed in Hospital Pharma- 
cies? College Deans Open Discus— 
sion)—Roland T. Lakey........ Aug.-60 


. Home Washing Machine Speeds Up 


Sister Kenny Polio Treatment. .Nov.-80 
Hopkins, Howard—Suggests Ten—Point 
Pharmacy Program (What’s Needed 
in Hospital Pharmacies? College 
Deans Open Discussion)....... Aug.-67 
Hospital Administrators Find Michigan 
Community Health Course Invalu- 
able—Genevieve R. Soller....... Oct.-69 
Hospital Book of the Month 
Dr. Seagrave’s “Burma Surgeon” 
Pictures Hospital Hardships—Jean- 
nette Stirn Sep.-37 








Authority Offers New Suggestions 
for Hospital Care of the Infant.. 
ect eae ekcLs Swases co Ose oep wee Oct.-39 

How Kaiser Hospitals Care for Em- 
ployes Told in de Kruif Book. Nov.-34 

Dr. Max Thorek’s Autobiography, 
“A Surgeon’s World,” Excels in 


Field—Lola M. Ponton...... Dec.-30 
Hospital Calendar, The. . July-36 ; Aug.-36; 
Sep—40; Oct—46; Nov.-37; Dec.—39 
Hospital Food Poisoning Case Study 
Reported by Investigators...... Dec.-97 
Hospital Highlights ....July-36; Aug —36; 
Sep.40; Oct-46; Nov.-36; Dec.—38 
Hospital of the Future, The (Editorial) 
REG Hikcuk euch clone Mioce sae eeeee July-35 


Hospital Pharmacies Don’t Pay Enough 
(What’s Needed in Hospital Pharma- 


cies? College Deans Open Discus- 
sion)—P. H. Dirstine.......... Aug.-65 

Hospital Pharmacist’s Diary, A—Paul 
IRE ce oes pao eae sana Dec.-77 


Hospital Pharmacists to Tackle Criti- 
cal Problems at First Meeting. .Aug.—62 
Hospital Pharmacy Coming of Age as 
Department of Institution—M. L. 
RRUDRON Goce so tcton io abasaevace Dec.-72 
Hospital Preference for Napery Re- 
vealed in Spite of Non-Essential Rat- 
MAE oc ch ue ear tonsa esses aieaee Sep.-105 
Hospitalization in Wartime—R. J. W. 
(As Others See Us)........... Aug.— 8 
Hospitals, Manufacturers Set Standards 
for Sheeting for Mattress Protection 
PRESSE OS Seow ecdeness coxaawer Dec.-100 
Hospital’s Soap-Making Plant Proves 
Helpful to Patients............. Oct.-90 
Hospitals Urged to Take Strong Stand 
on Wagner-Murray-Dingell Bills— 
Kenneth C. Crain........0...... Aug.-15 
Housekeeping 
‘Advise Plain Soap and Water for 
Washroom Sanitation ........ Aug.-82 
Authorities Tackle Problem of Wash- 
ing, Storing Wool Blankets—Ray 
OMEW. oo dac cc habenououe Oct—120 
Hospitals, Manufacturers Set Stand- 
ards for Sheeting for Mattress 
Protection Dec.-100 
Hospital Preference for Napery Re- 
* vealed in Spite of Non-Essential 
Rating Sep.-105 
More: Hints for Wartime Economy in 
Operation of Hospital—Ernest W. 
LOT es pe OS eae eee Nov.-97 
Problems in Color Therapy—H. Led- 
yard Towle Aug.-77 
Problems in Color Therapy as Ap- 


ee ee a 


plied to Hospitaa—H. Ledyard 
BUMP IG isos odi dose soe w ck Sep.—108 
Wartime Housekeeping in Mercy 
Hospital — Mrs. Margaret Mc- 
oO eS ie tte eee Oct.-112 


How Hospital Pharmacy Needs Are 
Fulfilled in Wartime—J. Solon Mor- 
dell... Part 1—Oct.—92; Part 2—Nov.-76 

How Is Technical Personnel Shortage 
to Be Alleviated?—Lall G. Mont- 
BOMCTY, BUD. onic vin vs onc den sce July-76 

How Kaiser Hospitals Care for Em- 
ployes Told in de Kruif Book (Hos- 
pital Book of the Month)...... Nov.-34 

“How Much Social Security Can We 
Afford?” Asks “Post” Writer. ..Sep.—36 

How Private Hospital Can Benefit 
From Trained Volunteer Service— 
Mabel W. Binner.............. July-33 


How Syracuse General Hospital In- 
creased Capacity by 50%........ Sep.-28 


Hutton, M. L.—Hospital Pharmacy 
Coming of Age as Department of In- 
MUNEA cau cah WekG con peeaeaeee Dec.-72 


Hyde, Florence Slown 
U. S. Soldiers and WACs Learn Why 
and How of Medical Records. .Sep.-82 
High Standards of Nutrition Set in 
Army Cooks, Bakers School. .Dec.-92 


If Some of Laundry Personnel Are 


Missing, Look in QMRTC—Ssgt. 
Charles B. Dunham............ Dec.—104 
Income 


Changing Sources of Hospital In- 
come Revealed by Chicago Survey 
—R. K. Packard, M.D. ......Nov.-25 

Index Records 

Index as You Read—H. A. K. Whit- 
HEY, uous soe ree e ok saa ee Dec.-78 

Value of Visible Index Records in 
the Hospital Pharmacy, The—Sis- 
ter Mary John ............. Nov.-70 

Infantile Paralysis 

Home Washing Machine Speeds Up 
Sister Kenny Polio Treatment. Nov.-80 

New Division in Chicago Hospital 
Treats Polio Victims Exclusively— 
Eileen Burke (As Others See Us) 
EONS Oe eT RET TT Te eT Dec.— 6 

Poliomyelitis Outbreaks of 1943 Offer 
Lessons for Future—Don W. Guda- 
KGB AID. neos eas casceeks Dec.-22 

Inside View of Hospital Care, An— 
Helen Cody Baker (As Others See 
MUG). Sntstwuesciee nce enon gssoes July- 6 

International Relations (Editorial) .Oct.—45 

Introducing St. Louis’ First Eight Male 
Nurses’ Aides—Virginia Tracy (As 
Others See Us) Nov.— 6 


James, L. H. (and Ann Carver Lun- 
dell)—Tests Reveal Effective Saniti- 
zation of Fabrics (Part 2)..... July-92 

Jarrett, William A—Value of Phar- 
macy Measured by Usefulness 
(What’s Needed in Hospital Pharma- 


cies? College Deans Open Discus- 

BION): Vsaossc cue seesse ooanesisas Aug.-64 
Jenkins, Glenn L.—Personnel Repre- 

sents Most Important Problem 


(What’s Needed in Hospital Pharma- 

cies? College Deans Open Discus- 

.sion) Aug.-68 
Jones, E. W.—No Priorities on Hospi- 
tal Planning, Points Out WPB Con- 
GARE cha acaeaaccanaoueh awe ‘Aug.—20 


ey 


Knight, Ralph T., M.D.—The Ethics of 
Anesthesia and the Nurse Anesthetist 
(SIAlt G2) becens cpsgenescch ean July-62 

Kruger, Dr. A. W.—62% of Accidents 
to Hospital Patients Attributed to 
Falls From Bed................ Dec.—26 

Kuever, R. A.—High Standard Phear- 
macy Most Self-—Sustaining (What’s 
Needed in Hospital Pharmacies? Col- 
lege Deans Open Discussion) ...Aug.—60 


L 
Labor 
Four New York Hospitals Challenge 
War Labor Board Jurisdiction— 
Kenneth C. Crain............ N 
Labor Situation in Hospitals 
creases Danger of Fire—Leonard 
MA bask costs nic ebho. sc Nov.-104 
Lakey, Roland T.—Hits Indifference of 
Hospital Executives (What’s Needed 


in Hospital Pharmacies? College 

Deans Open Discussion)....... Aug.-60 
Landeen, Hazel E—We Face the 

PN Ne oe oases i alsweie ct.-84 


Latin-American Hospitals 
Air Conditioning Installed in Large 
Mexican Army Hospital—Dr. Alice 
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mR: Gerstel G6 vc coe scce ss seas Sep.-115 
Latin-American Hospital Program 
Reflects Friendship with U. S.— 

T. R. Ponton, M.D. .......... Dec.-19 

Laundry 

Authorities Tackle Problem of Wash- 
ing, Storing Wool Blankets—Ray 

OE DeLhY, ass scaesiceeocwese nt Oct.-120) 
If Some of Laundry Personnel Are 
Missing, Look in QMRTC—Sgt. 

Charles B. Dunham.......... Dec.-104 
Leave, Compounding to Registered 
Pharmacists (What’s Needed in Hos- 
pital Pharmacies? College Deans 

Open Discussion)—P. A. Foote. Aug.-66 
Leupold, Francis C._—Where Shall Em- 
phasis Be Placed by Hospital Super- 

BTTENGENE? ocisiiss oss cdcevccciee Aug.-31 
Liebeler, Virginia—News of Hospital 

Re ME rants July-25; Aug.-26; 

Nov.-29; Dec.31 


Lists Four Major Problems of Hospi- 
tal Pharmacy (What’s Needed in 
Hospital Pharmacies? College Deans 
Open Discussion)—Hugh C. Mul- 
doon Aug.-64 

Little, Ernest—Capable Hospital Phar- 
macists Needed (What’s Needed in 
Hospital Pharmacies? College Deans 
Open Discussion) Aug.—62 

Lundell, Ann Carver (and L. H. 
James)—Tests Reveal Effective San- 
itization of Fabrics (Part 2)...July-92 


M 


Maar, Leonard F.—Labor Situation in 
Hospitals Increases Danger of Fire 
DOD aor: Nov.-104 

Madison Hospital Dietitians Aid Ra- 
tioning Board in Diet Problems— _ 
Clifford E. Pearson............ July-85 

Maher, Frank T., Ph.D—The Mech- 
anism of Action of the Sulfonamide 
Drugs July-70 

Maintaining Adequate Nursing Person- 
nel, Graduate Nurses and Student 
Nurses—Nellie G. Brown....... Aug.—46 

Maintenance of Present Standards with 
Accelerated Program—Helene Olandt 
etait Part 1—Aug.—58; Part 2—Sep.—73 

Maintenance : 
Mainteance Problems Which the Chief 

Engineer Meets in the Kitchen— 
Arthur H. Parker............ July-91 
More Hints for Wartime Economy in 
Operation of Hospital—Ernest W. 
Fair Nov.-97 
Protecting the Hospital from Heat- 
ing Plant Fire Hazards—William 
H. Easton Sep.-114 

Mamer, Leland J.—Problems in Air 
Conditioning and Bacterial Control of 
Hospital Operating Rooms (As 
Others Soe VS) mes ocse sagas on'sey 
DA ers: Part 1—Sep.-8; Part 2—Oct.-8 

Manry, Amelia C.—What Kind of Im- 
pression Do Your Employes Make? 
es Se OT. July-32 

Maryland-D. C. Group Endorses AHA 
Program of Expanded Service. . Nov.-27 

McShaffry, Mrs. Margaret — Wartime 
Housekeeping in Mercy Hospital... 

Se NEAR SEE MUS apiece Noe awison Oct.-112 

Mechanism of Action of the Sulfona- 
mide Drugs, The—Frank T. Maher, 

LE TY LAA ga Ran tee Gene on eT eer July-70 

Medicak Records 
U. S*Soldiers and WACs Learn Why 

and How of Medical Records— 
Florence Slown Hyde......... Sep.—82 

Meeting Wartime Difficulties in Regard 
to Maintaining Technical Personnel— 
John G. Dudley................ Dec.-80 


ee 





Mee 





Meetings 
AHA Seeks Increased Dues in Order 
to Expand Various Programs. Sep.—21 
American Hospitals Reaffirm Stand 
on Voluntary Hospital Care—Ken- 
ri Yor 1k Osh ©) ys See ee Se Oct.-19 
Avoid Federal Hospital Monopoly 
Warns President of APHA...Oct.-24 
College of Hospital Administrators 
nel Course for Expanded Pro- 
Restate anelce srnistaiecerevsiarate Oct.-26 
Conese Thinking on Hospital Care 
Scored at AHA Session...... Oct.-32 
Francke, Don E., Elected Chairman 
of Society of Hospital Pharma- 
C1 MS WA bis Gon ce HAE Ree Oct.-86 
Greater N. Y. Group Discusses EMIC 
Problems and Intern Supply. .Nov.—28 
Hospital Pharmacists to Tackle Criti- 
cal Problems at First Meeting. Aug.-62 
Maryland-D. C. Group Endorses 
AHA Program of Expanded Serv- 


1d aera OOO Ie rere Nov.-27 
Missouri Hospitals Endorse Increased 
AHA Dues Schedule......... Dec.-56 . 
New York Ward Service Plan Ac- 
cepted by 107 Hospitals...... Dec.-87 
1943 Convention of the AHA, The 
CBASOHIAN) © oe csotcsscice-s ie Aug.-35 


No Revolution in Hospital Design 
Anticipated in Post-War Era. .Oct.-29 
Public Health Duty of Hospitals 
Emphasized in Planning Session 
a EE re Oct.-33 
Quadrupled Dues Arm Association 
for Era of Expanded Service.Oct.-21 
Supply of Physicians, Interns, Resi- 
dents, Nurses at Critical Point 
Sint atieS Sie Reem poe sic Siena Sas Oct.-130 
Things to See, People to Meet at 
AHA Convention Exhibits...Sep—121 
U. S. Encroachment on Hospital 
Control Meets Strong Opposition 
PONT GEE ANS: cpereisiss 5560450 July-17 
Vital Role of Dietitian in 
Health Emphasized Anew at ADA 
Convention Nov.-82 
Ward Service Plan Approved by 
Greater N. Y. Hospital Group. Oct.-38 
Men’s Volunteer Corps O-~ganized to 
Relieve Personnel Shortage..... July-67 
Meyers, E. J.—What Sort of Conduc- 
tive Flooring and Material Should 
PAO DIAL MBE? 5: 6)0.0:5j0:0150 6.061816 July-96 
Missouri Hospitals Endorse Increased 
AHA Dues Schedule ........... Dec.-56 
Montgomery, Lall G., M.D.—How is 
Technical Personnel Shortage to Be 
PRULGVIALOUT, 62.5.6 Says oiecetaiers seed 9 bee July-76 
Mordell, J. Solon—How Hospital Phar- 
macy Needs Are Fulfilled in Wartime 
Ce Part 1—Oct.-92; Part 2—Nov.-76 
More Hints for Wartime Economy in 
Operation of Hospital—Ernest W. 
Sule Pere So ee eer aot Nov.-97 
Moseley, R. L.—New $180,000 Prison 
Hospital Helps Rehabilitate ~—_ of 
State Aug.-22 
Muldoon, Hugh C.—Lists Four Major 
Problems of Hospital Pharmacy 
(What’s Needed: in Hospital Phar- 
macies? College Deans Open Dis-— 
cussion) Aug.-64 


a 


New Division in Chicago Hospital Treats 


Polio Victims Exclusively — Eileen 
Burke (As Others See Us) ...... Dec.-6 
New Materials and Information Avail- 
able to Hospital Dietitians ...... Dec.-99 
New Nurse Training Practices Visioned 
Due to Acceleration ............ July-58 


New $180,000 Prison Hospital Helps 


Rehabilitate Wards of State—R. L. 
IONE. S002 oaks sibawsen estas Aug. -22 


New 335-Bed Memorial Hospital Opened 
at Springfield, Ill Nov.-17 
New Women’s Hospital Assured at Flint, 


Mich.; Collect $1,113,387 ....... July-27 
New York Ward Service Plan Accept- 
ed by 107 Hospitals ............ Dec.-87 


Newer Findings in Vitamin Research— 


E. A. Elvehjem, Ph. D......... Nov.-86 
News About Hospitals .July-28; Aug.-32; 
Sept.-38; Oct-40; Nov.-30; Dec.—34 


News From Washington. July-34 ; Aug.-34 ; 
Sept42; Oct.—44; Nov.-54; Dec.—36 

News From Washington Reflects Eas- 
ing in Hospital Supplies......... Dec.-36 


News of Hospital Plans—Virginia 
Teebeler ..... oo6.cec0s 0 oe July-25; Aug.-27 ; 
Sept.-33; Oct-35; Nov.-29; Dec—31 

1943 Convention of the AHA, The 
(GO7 Tc” 1 er oe ae Aug.-35 


No Priorities on Hospital Planning, 
Points Out WPB Consultant—E. W. 
Jones Aug.-20 

No Revolution in Hospital Design An- 
ticipated in Post-War Era 

Northwestern University Announces 
New Program in Hospital Adminis— 
tration (Editorial) Sept.-39 

Nurses’ Home Saved Oil by Lowering 
Temperature — No Fun— Arthur H 


ORG arisiold od sale cen siee is wlecs sie Oct.-118 
Nurses, Industrial Clinics, Hospitals 

Spur Proper Nutrition in Virginia— 

1 ek Gin) Ss 0, | a ae Aug.-69 
Nursing 


Adjusting Teaching Schedules to Meet 
War-Time Requirements — Mar- 
garet Randall”... cccccssees Oct.-81 

Bolton Act Machinery Nearly Ready 
to Help Solve Nurse Shortage. July—55 

Bolton, Mrs., Traces Background of 
Nurse Training Act Program — 
Frances P. Bolton ........... Sept.—64 

Booklet Aids Recruiting of Nurses in 
Extensive Louisiana Program. Sept.—72 

Building of Nurses’ Homes Spurred 
by Enrollment of Cadet Nurses 
diiateslal tole et waters dental aot tiahicvn? S.0ie-s Oct-27 

Essential Importance of U. S. Nurse 
Registration Emphasized 

Ethics of Anesthesia and the Nurse 
Anesthetist, The (Part 2)—Ralph 
T. Knight, M.D. ............. July-62 

Expanded Field for Nurses Forecast, 
Especially in Executive Roles. . Dec.—17 

Family Physician and the U. S. Cadet 
Nurse Corps, The— Dr. Thomas 
eA is 156 ais 6, ore oleisve e ctou6 4 sil Sept.—68 

Fear of Future Plethora of Nurses 
Handicaps Recruiting Drive—Will 
BROS Bbc: ens ae tac ome ss eisinieausiacs Dec.-65 

First U. S. Army Nurses Got $50 Per 
Month and Maintenance—Lieut. Col. 
MPOCAMI VC PIGHEE «5 5. 65-0:35656s60.0 Nov.-58 

Hospital Administrators Find Michi- 
gan Community Health Course In— 
valuable—Genevieve R. Soller .Oct.69 

Inside View of Hospital Care, An— 
Helen Cody Baker (As Others See 
L1G ORE SIND ERR eee July- 6 

Introducing St. Louis’ First Eight 
Male Nurses’ Aides—Virginia Tracy 
(As Others See Us) Nov.- 6 

Maintaining Adequate Nursing Per- 
sonnel, Graduate Nurses and Stu- 
dent Nurses—Nellie G. Brown. Aug.—46 

Maintenance of Present Standards 
With Accelerated Program—Helene 
NGL, oiocoes-crchaieo cere wea viale a nie ch 
Part I—Aug.-58; Part 2—Sept.—73 

New Nurse Training Practices Vi- 
sioned Due to Acceleration... .July-58 

Nursing Council Maintains Active 
Contact with Nation’s Colleges. Dec.—66 

Pooling Nurse Teaching Personnel 
and Resources Urged in Emergency 
—Sister Rita, R.N. .... ...... Dec.-68 


Packard, R. K., 


Present and Future Status of the Vol- 
unteer and the Attendant—Fred- 
Cfick La Ee Meo. <3 ccdewes Dec.-60 

“Style Right” Uniforms Assured 
U. S. Cadet Nurse Corps..... Sept.-63 

Survey Reveals Need for Continued 
Drive for Nursing Students. .Sept.—19 

Vigorous State Nurse Recruiting Pro- 
grams Producing Results ..... July-61 

Nutrition( See Dietary Department ) 


O 


Occupational Therapy 
Hospital’s Soap—Making Plant Proves 
Helpful to Patients Oct.-90 
OPA, Friendly to Hospital View, Still 
Lacks Remedial Regulations ....July-84 


. 


Olandt, Helene—Maintenance of Present 


Standards with Accelerated Program 
edicts Part 1—Aug.—58; Part 2—Sept.-73 
Our Analysis of Hospital Service (Edi- 


HOMIAU Cece canes aeoase seceses Dec.-37 
Our Attitude Toward Latin —— 
CRANGHEDY (oc cccicecec oe saeecs Nov.-35 


Outlook for Food Supplies—Sherman J. 
Sexton Nov.-88 


M.D.—Changing Sources 
of Hospital Income Revealed by Chi- 
CBE SUNG os isis Sos a's resistence us Nov.-25 
Paper Dishes Help Solve Hospital Per- 


SOUNEL ELODIE o5a.cec.tvecslac cae Aug.-76 
Parker, Arthur H. 
Maintenance Problems Which the 
Chief Engineer Meets in _ the 
Wefraletierens< csteoasenacesaae ce July-91 


Nurses’ Home Saved Oil by Lower- 
ing Temperature—No Fun....Oct—118 
Parran, Dr. Thomas 
Family Physician and the U. S. Cadet 
Nurse Coins. Tue .ac5. 6. cc%-e Sep.-68 
“Public Health Service Has No 
Plans for Hospital Program” Aug—l6 
Patient Care 
Code for Handling the Patient in 
the X-ray Department, A—Virginia 
13) 21 CR er aero —" 
Hospitalization in Wartime—R. J. W 
(As Others Seé Us) ...6.<-.. Aug- 8 
Inside View of Hospital Care, An— 
Helen Cody Baker (As Others See 
MISE face cc cer eaocadan vases July- 6 
Pearson, Clifford E—Madison Hospital 
Dietitians Aid Rationing Board in Diet 
PROUGHIBE os acconecaneccenutaes July-84 
Perry, Ray O.—Authorities Tackle 
Problems of Washing, Storing Wool 
BANN@tS tions cicickassacmercees Oct.-120 


Personnel 
How is Technical Personnel Shortage 
to Be Alleviated ?—Lall G. Mont- 
GONMEEU TIED nares Decesiceccteee July-76 
Meeting Wartime Difficulties in Re- 
gard to Maintaining Technical Per- 
sonnel—John G. Dudley ...... Dec.-80 


Paper Dishes Help Solve Hospital 
Personnel Problem .......... Aug.-76 

Personnel Management in Hospitals 
(Vital Role of Dietitian in Good 
Health Emphasized Anew at ADA 
Convention)—Dr. Charles F. Wil- 
MS erence cc eek Rewetcd Nov.-82 


Personnel Represents Most Impor- 
tant Problem (What’s Needed in 
Hospital Pharmacy? College Deans 
Open Discussion)—Glenn L. Jenk- 
MIRE oi gcc sa ca haclewindiiateecocuee Aug.-68 

Supply of Physicians, Interns, Resi- 
dents, Nurses at Critical Point .Oct.—130 

What Kind of an Impression Do 
Your Employes Make?—Amelia C. 
ME c lc do cccre rig acigieicia.« anna July-32 








Pharmacy 


Francke, Don E., Elected Chairman 
of Society of Hospital Pharma- 


MB eh esiceusicceescads teases Oct.-86 
Hospital Pharmacist’s Diary, A—Paul 
ISDE at ti ues se nee Sie e Dec.-77 


Hospital Pharmacist to Tackle Critical 
Problems at First Meeting... .Aug.—62 
Hospital Pharmacy Coming of Age 
As Department of Institute—M. L. 
BEIUNG 5G Sees ot cues Dec.-72 
How Technical Pharmacy Needs Are 
Fulfilled in Wartime—J. Solon 
Je ESR oe ee en aera en 
Part 1—Oct.—92; Part 2—Nov.-76 
Index As You Read—H. A. K. Whit- 
is FE Se bye Oe Semen. Dec.-78 
Mechanism of Action of the Sulfona- 
mide Drugs, The—Frank T. Maher, 
SDs nonin Cente eee ee July-70 
Soliloquy of a Hospital Pharmacist 
—Ben F. Friedman Nov.-76 
South Carolina Hospital Pharmacy 
Survey Reveals Essential Needs— 
Oe Uae Cc | |r Sept.-76 
Valuation of a Hospital Pharmacy 
Annual Report, The—Russell H. 
SLT 1 TR Ua eee te SR Novy.-72 
Value of Visible Index Records in 
the Hospital Pharmacv, The—Sister 


PNAS Y FON sos ie ois icin cise Nov.-70 
We Face the Future—Hazel E. Lan- 
BORD ace cetera eee Oct.-84 


What’s Needed in Hospital Pharma- 
cies? College Deans Open Discus— 
HOM oreo cece eceeeeeceeeeees Aug.-60 

Plans for Hospital Care 

Blue Cross Plans Must Undertake 
Vigorous Selling Campaign—Ken- 
PT AG MPMI os bon einacc sic Sept.—24 

‘Cooperative Common Sense’ Says 
S. E. P. of Blue Cross Plans. .Oct.-34 

New York Ward Service Plan Ac-— 
cepted by 107 Hospitals Dec.-87 

News of Hospital Plans—Virginia 
Liebeler ........... July-25 ; Aug.-26; 
Sep.-33; Oct-35; Nov.-29; Dec.-31 

Soundness of Blue Cross Plans Proved 
by Increased Benefits Aug.-24 

Ten-Year Growth of Blue Cross Plans 
Is Tribute to Free Hospital System 
—E. A. van Steenwyk ........ July-15 

Ward Service Plan Approved by 
Greater N. Y. Hospital Group. . Oct.-38 

Poliomyelitis (See Infantile Paralysis) 
Ponton, Lola M.—Dr. Max Thorek’s 

Autobiography, ‘A Surgeon’s World’, 

Excels in Field (Hospital Book of 

PE AMONT) coi. oskuikL vdiedusccee Dec.-30 

Ponton, T. R., M.D. 

Survey Reveals Need for Increased 
General Hospital Service in U. S. 
LES L ERT EPR ee ee Aug.-17 

Latin-American Hospital Program 
Reflects Friendship with U. S..Dec.-19 


Pooling Nurse Teaching Personnel and 
Resources Urged in Emergency—Sis- 
Bie wenates ROI, ici ae cone gdcceiece Dec.—68 


Post-War Pharmacy to Expand in Im- 
portance (What’s Needed in Hospital 
Pharmacies? College Deans Open 
Discussion)—Robert C. Wilson. Aug.—62 


Prepare for After the War (Edi- 
torial) Aug.-35 


Present and Future Status of the Vol- 
unteer and the Attendant—Frederick 
A PERMA onwdieassaseetour Dec.-60 


Prison Hospital 
New $180,000 Prison Hospital Helps 
Rehabilitate Wards of State—L. R. 
RIOSRIEY cso caschesh ssa cudaaee Aug.-22 


Problems in Air Conditioning and Bac- 
terial Control of Hospital Operating 
Rooms—Leland J. Mamer (As Others 
SEC WIS) ira x sun eeeccueseseceay ew ses 

Part 1—Sep.-8; Part 2—Oct. -8 

Problems in Color Therapy—H. Led- 
AT PLOWIC. iscsi ois bie salves 0310 ore Aug.-77 

Problems in Color Therapy As Applied 
to Hospital—H. Ledyard Towle. Sept.—108 

Progressive Idea Merits Consideration, 
A—An Editorial Dec.-85 


Protecting the Hospital from Heating- 
Plant Fire Hazards—William H. 
Easton Sep.—114 

Public Health Duty of Hospital Em- 
phasized in Planning Session. ...Oct.-33 

‘Public Health Service Has No Plans 
for Hospital Program’—Dr. Thomas 
Ate ee tess antiies sSuis wears Aug.-16 

Public Relations 
Values of Press—Hospital Cooperation 

Emphasized by Managing Editor 


SES ont yeaa Dec.-28 
‘Pumpless’ Air Compressor for the 
Small Hospital, A ...... ...... Aug.-82 


2 


Quadrupled Dues Arm Association for 
Era of Expanded Service ....... Oct.-21 


R 
Radio 
Director of Teaching Hospital Uses 
Radio to Explain Purposes... .July-66 
Randall, Margaret—Adjusting Teaching 
Schedules to Meet War-Time Re- 
GUNURINGNIES 054. Saieisce Sas 345% Oct.-81 
Rationing 
Gas Rationing Threatens Important 
Work of Hospital Supply Serv- 
BGES) Ooh5s os bi5 3s Sentosa oles Nov.-110 
Madison Hospital Dietitians Aid Ra- 
tioning Board in Diet Problems— 
Clifford E. Pearson July-85 
News From Washington Reflects Eas— 
ing in Hospital Supplies....... Dec.-36 
OPA, Friendly to Hospital View, 
Still Lacks Remedial Regulations 
ER eT Ee July-85 
Summary of Questionnaire on Food 
Rationing—Elizabeth S. Hedgecock 
Nov.-84 


Rehabilitation 
Careful Hospital Program Outlined 
for Disabled Soldiers, Sailors. Nov.-22 
New $180,000 Prison Hosnital Helps 
Rehabilitate Wards of State—L. R. 
Mis REY® .a'sccuasasensneesls Aug.-22 


Retention of Vitamins in Meat During 
the Cooking Process, The—C. A. EI- 
WERIEM, FONSI, ocd o.seased vaiene July-87 

Ross, Will—Fear of Future Plethora of 
Nurses Handicaps Recruiting Drive 

Dec.-65 


San Diego County General Provides 
Dental Service to Patients—B. A. 
Adams, M.D Oct.-30 

Sanitization 
Advise Plain Soap and Water for 

Washroom Sanitation Aug.-82 
Tests Reveal Effective Sanitization of 

Fabrics (Part 2)—L. H. James and 

Ann Carver Lundell .......... July-92 

Seagrave’s, Dr., ‘Burma Surgeon’ Pic- 
tures Hospital Hardships—Jeannette 
Stirn (Hospital Book of the Month) 


PSOE Ey ee PR TS Ee Sept.-37 
Serious Losses in Food Value Blamed 
on Poor Preparation .......... Sept.—101 


Sexton, Sherman J.—Outlook for Food 
Supplies Nov.-88 


Sister Mary John—The Value of Visible 
Index Records in the Hospital Phar- 
RRAEY is Sis opus iacsor eons Nov.-7)) 

Sister Rita, R.N.— Pooling Nurse 
Teaching Personnel and Resources 
Urged in Emergency ........... Dec.-68 

62% of Accidents to Hospital Patients 
Attributed to Falls From Bed—Dr. A. 
WV FAST os assis. losie s <iemtele asters Dec.-26 

Social Security 
American Hospitals Reaffirm Stand 

on Voluntary Hospital Care—Ken- 
meth AG, HCTOIN cals. <ie's-sisos008.6.5:6 Oct.-10 
Avoid Federal Hospital Monopoly 
Warns President of APHA . .Oct.-24 
Hospitals Urged to Take Strong Stand 
on Wagner-Murray-Dingell Bills— 
Kenneth C. Crain ............ Aug.-15 
“How Much Social Security Can We 
Afford?” Asks “Post” Writer . Sept.—36 
“Public Health Service Has No 
Plans for Hospital Program”—Dr. 
Thomas Parran Aug.-l6 
Some Weak Points in the Wagner 
Bill (Editorial) Nov.-35 
U. S. Encroachment on Hospital Con- 
. trol Meets Strong Opposition from 
SERA hci ses Sachse beeb eran July-17 

Soldier Patients Received Good Care in 
Confederate Hospitals—S. H. Stout, 
RIAD iy, Mh estes eeaanaee July-31 

Soliloquy of a Hospital Pharmacist— 
Ben F. Friedman .............. Nov.-76 

Soller, Genevieve R.—Hospital Admin- 
istrators Find Michigan Community 
Health Course Invaluable ....... Oct.-69 

Some Weak Points in the Wagner Bill 
(Editorial) Nov.-35 

Soundness of Blue Cross Plans Proved 
by Increased Benefits Aug.-24 

South Carolina Hospital Pharmacy Sur- 
vey Reveals Essential Needs—Leo F. 
Godley Sep.-76 

Standardization 
Hospitals, Manufacturers Set Stand- 

ards for Sheeting for Mattress Pro- 
tection Dec.-100 
Maintenance of Present Standards 
With Accelerated Program—Helene 
Olandt 
...Part 1—Aug.-58; Part. 2—Sep.-73 

Steinberg, Bernhard, M.D. (and Wilson L. 
Benfer )—Development of Research in 
a Non-Teaching Hospital ....... July-21 

Stimson, Russell H.—The Valuation of 
a Hospital Pharmacy Annual Report 
ible Seis Nahe anes eNotes Nov.-72 

Stirn, Jeannette — Dr. Seagrave’s 
“Burma Surgeon” Pictures Hospital 
Hardships (Hospital Book of the 
Month) Sep.-37 

Stout, S. H., M.D.—Soldier Patients 
Received Good Care in Confederate 
Hospitals July-31 

“Style Right” Uniforms Assured U. S. 
Cadet Nurse Corps Sep.-63 

Success of Autopsy Program Rests on 

- Organization and Planning—J. E. 
Blumeren, M.D. ....005..5.-<900% Sep.—26 

Suggests Ten—Point Pharmacy Program 
(What’s Needed in Hospital Pharma- 
cies? College Deans Open Discus- 
sion)—Howard Hopkins ....... Aug.-67 

Summary of Questionnaire on Food Ra- 
tioning (Vital Role of Dietitian in 
Good Health Emphasized Anew at 
ADA _ Convention) — Elizabeth  S. 
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PICUSSCORK S40. 5 sisue-vaes sea yper Nov.-84 
Supply of Physicians, Interns, Residents, 
Nurses at Critical Point ....... Oct.-130 


Survey Reveals Need for Continued 
Drive for Nursing Students ....Sep—19 

Survey Reveals Need for Increased 
General Hospital Service in U. S— 
T. R. Ponton, M.D. ............ Aug.-17 
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Teaching Nutrition to Children—Bertlyn 
Bosle Sep.-92 
Ten Year Growth of Blue Cross Plans 
Is Tribute to Free Hospital System 
—E. A. van Steenwyk .......... July-15 
Tests Reveal Effective Sanitization of 
Fabrics (Part 2)—L. H. James and 
Ann Carver Lundell ............ July-92 
Things to See, People to Meet at AHA 
Convention Exhibits ........... Sep.-121 
Thorek’s, Dr. Max, Autobiography, “A 
Surgeon’s World” Excels in Field— 
Lola M. Ponton (Hospital Book of 


er 


THO OHO oss 505.00 wsisiace woes -s Dec.-30 
Towle, H. Ledyard 
Problems in Color Therapy ....Aug.—77 


Problems in Color Therapy As Ap- 
plied to Hospital Sep.-108 
Tracy, Virginia—Introducing St. Louis’ 
First Eight Male Nurses’ Aides (As 
Otters: SbG0U8)) 5c ss.c. cde ecs Nov.- 


U. S. Encroachment on Hospital Con- 
trol Meets Strong Opposition from 
GA ots os ce Cae aienowes vies July-17 

U. S. Soldiers and WACs Learn Why 
and How of Medical Records—Flor- 
ence Slown Hyde .............. Sep.-82 

Use of Volunteer Dietitian’s Aides (Vi- 
tal Role of Dietitian in Good Health 
Emphasized Anew at ADA Conven- 
tion)—Miriam C. Connally ....Nov.-84 


V 


Valuation of a Hospital Pharmacy An- 
nual Report, The—Russell H. Stim- 
MO ars ais Sabo ies Aate.e-e aisle wees Nov.-72 


Value of Pharmacy Measured by Use- 
fulness (What’s Needed in Hospital 
Pharmacies? College Deans Open 
Discussion)—William A. Jarrett. Aug.—64 

Value of Visible Index Records in the 
ae ospital Pharmacy—Sister Mary 

Bee ree Cacia cicle Cre ie aialtstake ge Nov.-70 

Vales of Press—Hospital Cooperation 
Emphasized by Managing Editor. Dec.—28 

van Steenwyk, E. A.—Ten-Year Growth of 
Blue Cross Plans is Tribute to Free 
Hospital System July-15 

Vigorous State Nurse Recruiting Pro- 
grams Producing Results ....... July-58 

Visible Nutritive Values Set Teaches 
Hospital Patients What to Eat ..Dec.—88 

Vital Role of Dietitian in Good Health 
Emphasized Anew at ADA Conven- 


ERO rose Saar antic erases siaseve ieeeesp oie Nov.-82 
Voluntary Hospital Mcets the Emergen- 

cy, A—Kenneth C. Crain ....... July-18 
Volunteers 


How Private Hospital Can Benefit 
from Trained Volunteer Service— 
Mabel W. Binner ............ July-33 

Introducing St. Louis’ First Eight 
Male Nurses’ Aides—Virginia Tracy 
(As Others See Us).......... Oct. -6 

Men’s Volunteer Corps Organized to 
Relieve Personnel Shortage ..July-67 

Present and Future Status of the Vol- 
unteer and the Attendant—Fred- 
erick T. Hill, M.D. .......... Dec.-60 

Use of Volunteer Dietitian’s Aides— 
Miriam C. Connally .......... Nov.-84 

What Chicago Red Cross Hospi- 
tal Workers Do; How They’re 
PE TAEERES ieee ora c.clark.c.oie ss. eres Aug.—76 


Ward Service Plan Approved by Great- 
r N. Y. Hospital Group ....... Oct-38 


Wartime Fuel Conservation Shortcuts 
Suggested for Hospital Dec.-108 

Wartime Housekeeping in Mercy Hospi- 
tal—Mrs. Margaret McShaffry.Oct.—112 

We Face the Future—Hazel E. Lan- 


Cn reer ee ree re Oct.-84 
What Chicago Red Cross Hospital 

Workers Do; How They’re — 3 

Evie eeneenuhetemubevenewe ead Aug.-76 


What Kind of an Impression Do Your 
Employes Make?—Amelia C. Manry 
Pe ee CRETE OEE July-32 

What Sort of Conductive Flooring and 
Material Should Hospital Use?—E. J. 
WROVOES Se oles osicre cs cent ccecuucee July-%6 

What the Smaller Hospital Can Do 
About a Blood and Plasma Bank— 
DE. Li ALiOnes «cece Sep.-31 

What’s Needed in Hospital Pharmacies? 
College Deans Open Discussion. . Aug.—60 

Where Shall Emphasis Be Placed by 
Hospital Superintendent ?—Francis C. 


PAGEL sooo ois 51s) on acd Sie meidet 053.0% Aug.-31 
Whitney, H. A. K.—Index as You 

RUE s crac nc kekesens cates Dec.-78 
Who’s Who in Hospitals. July—30 ; Aug.-29 ; 

Sep.-35; Oct-43; Nov.-33; Dec.—33 
Wilinsky, Dr. Charles F.—Personnel 


Management in Hospitals (Vital Role 

of Dietitian in Good Health Empha- 

sized Anew at ADA Convention) . Nov.-82 
Wilson, Robert C—Post-War Pharma- 

cy to Expand in Importance (What’s 

Needed in Hospital Pharmacy? Col- 

lege Deans Open Discussion) ..Aug.—62 


X 
X-ray 
A Code for Handling the Patient in 
the X-ray Department—Virginia H. 
Eller Sep.-78 
A Progressive Idea Merits Considera- 
tion—An Editorial ........... Dec.-85 





